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plied for venereal treatment, and In the Atlantic States 10 men per thousand applied. The difference is thought to be due to the fact that the men in their employ in the Central States are mostly all single, while the employees in the Eastern States are largely married men.
The Company Physician of a large plant in the Middle West informed the writer that some years ago their factory had two unfortunate occurrences which started them determinedly on the path of sex hygiene. In one instance a blacksmith lost an eye from gonorrhea which was contracted from a fellow workman who attempted to remove a piece of steel from his eye. Some time later one of the Company's nurses contracted syphilis while receiving dental treatment. The Company for many years has conducted physical examinations of all applicants for employment, and rejects all persons suffering from venereal disease. During the year 1918 more rejections were due to venereal disease than any other one cause. Employees that become infected, however, are not discharged, but placed on the sick list and reinstated when they have passed the contagious